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INSPECTION SHEET 


woe Actal ; Method of 
Dimension vevcrance Dimension Mecepe,| Reject Inspection Comments 
3.40 +/-0.030 

5.13 +/-0.030 

0.040 +/-0.010 


Measured by: Checked by: QC Inspector: 
Date: Date: : 
Engineering Approval: Date: 
(If necessary) j 
Rev Date Change 
A 10.11.15 | New Issue 
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16.03.18 | Inspection Dwg revised 
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